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UNCLASSIFIED 

PAGE 01 STATE 167352 
ORIGIN COME-OO 

INFO OCT-01 ARA-14 ISO-OO EB-08 /023 R 

DRAFTED BY COM/OED/MEPD/JLPHILBRICK/LW 
APPROVED BY EB/OCA/CD:REDAY 
COM/OED/MEPD/SMCONGER, DIR. 
COM/OIM/RMUENZER (INFO) 

126815 011052Z/10 

R 302348Z JUN 78 
FM SECSTATE WASHDC 
TO AMEMBASSY LA PAZ 

UNCLAS STATE 167352 

E.O. 11652: N/A 
TAGS: BENC, BL 

SUBJECT: MAJOR PROJECT: MILITARY HOSPITAL 

REF: LA PAZ 4757 


Message Text 


1 . MAJOR EXPORT PROJECTS DIVISION USDOC CONTACTED 
AMERICAN HOSPITAL SUPPLY AND GAVE THEM INFO DEVELOPED BY 
EMBASSY. MEANWHILE, AHS RECEIVED DIRECT LETTER FROM 
DR. TORREZ AND HAS RESPONDED TO HIM BY TELEPHONE. 

DR. TORREZ IS NOW SENDING SPECS BY AIRFREIGHT TO AHS IN 
CHICAGO. AHS WILL PRICE IT OUT AND GET BACK TO 
DR. TORREZ QUICKLY. AHS ASKED MEPD TO TELL EMBASSY HOW 
MUCH FIRM APPRECIATED POSTS PERSONAL INTEREST AND 
ASSISTANCE IN THIS MATTER. 


2. MEPD WILL KEEP IN TOUCH ON DEVELOPMENTS. VANCE 


UNCLASSIFIED 


NNN 
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Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 30 jun 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE1 67352 

Document Source: CORE 

Document Unique ID: 00 

Drafter: OED/MEPD/JLPHILBRICK/LW 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780272-0436 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 978061 /aaaaaatk.tel 

Line Count: 45 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 4efd067c-c288-dd11-92da-001cc4696bcc 

Office: ORIGIN COME 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 78 LA PAZ 4757 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 
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Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
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Secure: OPEN 
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